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NOTE  TO  REVIEWERS 

THIS  APPENDIX  CONTAINS  ALL  THE  LARGE  MAPS  THAT 
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MAP  R-A-1 . 


UINTAH  BASIN  SYNFUELS 
PROJECTS  PROPOSED 

ACTIONS 


LEGEND 

|        |  ENERCOR  (Rainbow)  =  E 

,££ ||(  Proposed  Action  Access  Road 

e-p  Proposed  Action  Waler  Supply  System 

e-p        n  Proposed  Acton  Power  Transmission  Line 

I 1  MAGIC  CIRCLE  =  M 

i»HiM»iimi*  Proposed  Action  Access  Road 

M-p      __^  Proposed  Action  Product  Pipeline 

_  ___  _M,^.  _  Proposed  Action  Water  Supply  System 

—^        M-p       0 Proposed  Action  Power  Transmission  Line 

^m  PARAHO    -    P 
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MAP  R-A-1     UINTA  BASIN  SYNFUELS   PROJECTS  PROPOSED  ACTIONS 
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MAP  R-A-2 


UINTAH  BASIN  SYNFUELS 
PROJECTS  ALTERNATIVES 
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ENERCOR  (Rainbow)  =  E 

,  — „  _E;£>  _  —  While  River  Section  1 2.  Range  23E  Alternative  Water  Supply  System 

_  _  _EiS  —  —  Green  River  Alternative  Water  Supply  System 

„  — .  _E^  _ .  .»  While  River  Section  1 2,  Range  24E  Alternative  Water  Supply  System 

„  — „  »e:£?_  —  Green  River  Southern  Loop  Alternative  Water  Supply  System 

_a___^_M      n  Paraho  Tie  Alternative  Power  Transmission  Line 

_0=__e_^__0=  Southern  Loop  Alternative  Power  Transmission  Line 

I       1  MAGIC  CIRCLE  =  M 


_  _  _u»  »  _  White  River  Alternative  Water  Supply  System 

..  _ .  _f,l^?^.  _  Green  River  Alternative  Water  Supply  System 

^_^        M-A1     n  Alternative  Power  Transmission  Line 
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MAP  R-A-2    UINTAH  BASIN  SYNFUELS  PROJECTS  ALTERNATIVES 
(Tosco  Salt  Lake  City  Alternative  Product  Pipeline  shown  on  Map  T-1-2; 
Tosco  Blocking-Up  Alternative  shown  on  Map  T-1  -3.) 


ENERCOR  (Rainbow)  =  E 

—E—  _  —  While  River  Section  12,  Range  23E  Alternative  Water  Supply  System 

_E.£t  _  _.  Green  River  Alternative  Water  Supply  System 

_ E—  —  —  White  River  Section  1 2.  Range  24E  Alternative  Water  Supply  System 

_'_:'_  —  Green  River  Southern  Loop  Alternative  Water  Supply  System 

E  A1      p —  Paraho  Tie  Alternative  Power  Transmission  Line 

EA2      Q —  Southern  Loop  Alternative  Power  Transmission  Line 

I         I  MAGIC  CIRCLE  =  M 

— '■'.-! '  — ■  —  White  River  Alternative  Waler  Supply  System 

_*££?_  —  Green  River  Alternative  Water  Supply  Syslem 

...  Mi*' — 0 —  Allernalive  Power  Transmission  Line 

I         I  PARAHO  =  P 

—  '-£.'  _  _  Bonanza  Power  Plant  Alternative  Water  Supply  System 

I         I  SYNTANA-UTAH  =  S 

— —  Green  River  Alternative  Water  Supply  System 

wwwvww  Mormon  Gap  Alternative  Natural  Gas  Pipeline 

..*i»**»  Disposal  Area  Bypass  Alternative 

I         I  TOSCO  -  T 

■•■•■■■•■■■■mi       Alternative  Access  Road 

,  TA1,        ,         Sail  Lake  City  Allernalive  Product  Pipeline 
VT£!  _  .        White  River  Section  17  Alternative  Waler  Supply  System 
_  '.i?.  _        Green  River  Section  23  Allernalive  Water  Supply  Syslem 
M    £?  ^  _        While  River  Dam  Allernalive  Water  Supply  System 
_li4.  _        Interblock  Corridor  White  River  Dam  Allernalive  Waler  Supply  Syslem 
TA1     ,-. North  Route  Alternative  Power  Transmission  Line 

| 1  GEOKINETICS  (Agency  Draw) 

(Conceptual) 

| 1  GEOKINETICS  (Lofreco)  =  G(L) 

(Conceptual) 

|         |  ENERCOR-MONO  POWER  (PR.  Springs) 

(Conceptual) 
| 1  SOHIO 

(Conceptual) 
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Leases  to  be  Acquired  by  Exchange  i«ai 

Plan!  Site 

In-silu  Plant  Sites 

Existing  Pipeline 

Existing  Power  Transmission  Line 

Route  Separation 
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MAP  R-A-3. 


AND  STATUS  AND  LAND  USE 
PLAN  CONFLICTS 


MAP  R-A-3    LAND  STATUS  and  LAND  USE  PLAN  CONFLICTS 


MAP  T-1  -2. 


SALT  LAKE  CITY  ALTERNATIVE 
PRODUCT  PIPELINE 
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MAP  T-1-2      SALT  LAKE  CITY  ALTERNATIVE  PRODUCT  PIPELINE 


